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-8503050431 Special Security Insp Rept 50-285/84-27 on 840820-24. Violations noted;failure to report facility mod.inadequate key control.insufficient search at access control point & failure to maintain operable assessment aids.
CREED.J.R., SMITH.G.C.. TOBIN.W.J. Region 4, Office of Director. 85/02/20. 3pp. 29210:309-29210:311.
-8503050437 Enforcement Conference Rept 50-285/84-27 on 841011. Major areas discussed:violations & deviations of security program identified in Insp Rept 50-285/ 84-20 on 840820-24.
HALL.R.E., EVERETT.RJ., MARTIN, LE. Region 4, Office of Director. 85/02/20. 1p. 29210:312-29210:312.
8503040276 Forwards Insp Rept 50-285/85-01 on 850101-31 & notice of violation. HUNTER.D.R, Region 4, Office of Director. 85/02/26. ANDREWS.R.L Omaha Public Power District. 2pp. 29183:109-29183:127.
-8503040280 Notice of violation from insp on 850101-31.
*  Region 4, Office of Director. 85/02/26. 2pp. 29183:111-29183:112.
-8503040283 Insp Rept 50-285/85-01 on 8501 01-31. Violation noted:failure to follow procedures for storage of critical element, radioactive matl packaging & fire protection matl.
YANDELLLA, MARTIN.LE. Region 4, Office of Director. 85/02/25. 15pp. 29183:113-29183:127.
8502250607 IE Info Notice 85-01 6, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503040289 Forwards formal responses to NRC questions re 850202 justification that mid-cycle insp of steam generators unwarranted. Response includes EPRI/utii secondary side chemistry program comparison.
ANDREWS.R.L Omaha Public Power District. 85/03/01. MILLER.J.R. Division of Licensing. 9pp. 29181:350-29181:358.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503110453 Ack receipt of 850103 Itr informing NRC of steps taken to correct Open Item 8226-06 noted in Insp Rept 50-285/84-24.
HUNTER.D.R. Region 4, Office of Director. 85/03/04. ANDREWS.R.L Omaha Public Power District 2pp. 29288:108-29288:187.
-8503110459 Responds to 840928 meeting to resolve Open Item 8226-06 noted in Insp Rept 50-285/84-24.Corrective actions:special procedures re transportation of solid radwaste encl.
ANDREWS.R.L Omaha Public Power District. 85/01/03. DENISE.R.P. Region 4, Office of Director. 79pp. 29288:110-29288:187.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503120563 Discusses Insp Rept 50-285/84-12 conducted on 840507-11 & investigation by Ofc of Investigation during 840625-0724 & forwards notice of violation. Util response to IE Bulletin 82-02 inaccurate.
MARTIN.R.D. Region 4. Office of Director. 85/03/08. ANDREWS.R.L Omaha Public Power District. 3pp. 29314:207-29314:212.
-8503120569 Notice of violation from insp on 840507-11. Violation noted: procedure re reactor coolant pump (RCP) assembly designated no specific lubricant on RCP studs.
*  Region 4, Office of Director, 85/03/08. 3pp. 29314:210-29314:212.
8503190572 Forwards safety evaluation of util 850202 request for waiver from midcycle insp of steam generator tubes.Waiver acceptable.based on secondary water chemistry
.
program & other operational changes. THOMPS
OMPSON.H.L Division of Licensing. 85/03/08. DENISE.R.P, Region 4, Office of Director. 1p. 29444:241-29444:245.
-8503190577 Safety evaluation re midcycle steam generator tube insp. *   Office  of   Nuclear Reactor  Regulation,  Director.  85/03/08.  4pp.   29444:242-29444:245.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings, Valves & Fittings." Svc list enci.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect" Svc list encl,
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503250257 Requests clarification of JR Miller 840406 response to 830707 request for exemptions re Class 1,2 & 3 weld exams, per ASME Code Section XI on inservice insp & testing program in final SER.
ANDREWS.R.L Omaha Public Power District 85/03/12. MILLER.J.R. Division of Licensing. 2pp. 29492:082-29492:083.
8503140033 IE Info Notice 85-021. "MSiV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
S. Reportable occurrences, LERs & related correspondence
8503190210 Informs that LER 84-020 re containment hydrogen monitors VA-81A & VA-81B requires 7-day extension to ensure complete & adequate response.Rept will be submitted by 841022.
ANDREWS.R.L Omaha Public Power District. 84/10/15. HUNTER.D.R. Region 4, Office of Director. 1p. 29406:303-29406:303.
V. Operator Examinations
8503260283 Forwards list of ref matls needed for reactor operator & senior reactor operator licensing exams scheduled for 850618-20.Ref matls should be received by 850416 to avoid rescheduling exams.
HUNTER.D.R. Region 4, Office of Director. 85/03/20. ANDREWS.R.L Omaha Public Power District. 5pp. 29503:127-29503:131.
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F. Security, medical, emergency & ffre protection plans
8503290154 Rev 12 to Emergency Plan AP-6.
PECKHAM.M., QUINN.D.M., HANLIN.W. New York Power Authority (formerly Power Authority of the State of New York). 84/06/25. 600pp. 29560:190-29562:033,
8503120484 Comments on Generic Ltr 85-01 re Fire Protection Policy Steering Committee reptlnterpretations of App R included in Encl 3 will facilitate industry jmplementation.Workshop for App R insp teams essential to avoid discrepancies in insps.
MCNEILL.C.A. New York Power Authority (formerly Power Authority of the State of New York). 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director 2pp. 29315:348-29315:349.
8503180388 Forwards post-exercise assessment rept of 841128 exercise of off site radiological emergency plans & preparedness.State of NY requested to provide schedule or statement of actions to be taken to correct all deficiencies.W/o encl. KRIMM.R.W. Federal Emergency Management Agency. 85/03/14. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 29384:181-29384:182.
8503210329 Informs of 850514-22 safeguards regulatory effectiveness review at facility.Review will evaluate overall effectiveness of safeguards program.Submittal of info identified on encl list requested by 850325.
MARTIN.T.T. Region 1, Office of Director. 85/03/15. BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New York). 3pp. 29465:023-29465:025.
8503210432 Clarifies info re fire protection sprinkler sys installed in cable tunnels at 33 & 43-ft elevations of primary auxiliary & control bldgs.Cable tunnel sprinkler sys does not include supervisory air sys.
MCNEILL.C.A. New York Power Authority (formerly Power Authority of the State of New York). 85/03/15. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29462:165-29462:166.
G.  Adjudicatory correspondence
8503190714 Forwards resolution requesting specific info & assistance from listed sources in event of emergency at facility.lnfo will aid in discharging responsibilities to citizens & children in school district.Served on 850319.
EVERHART.A.G. North Rockland Central School District, NY. #185 129. 85/03/15. NRC - No Detailed Affiliation Given. 2pp. 29421:245-29421:246.
H. General correspondence
8503250249 Requests deletion of CM Pratt & addition of GC Goldstein.as assistant general counsel,to distribution lists.
LAMBERSHI.J. New York Power Authority (formerly Power Authority of the State of New York). 85/03/19. Office of Nuclear Reactor Regulation. Director. 1p. 29491:321-29491:321.
P, Operating license stage documents & correspondence
8503010157 FOIA request for all repts.records.documents.logs.video tape recordings & drawings of 840414 unidentified flying object incident at facility. FAWCETT.L Citizens Against UFO Secrecy. 84/11/09, Office of Administration, 1p. 29190:249-29190:249.                                                                                                      K
UFO Secrecy. 1p. 29190:250-29190:250.
8503050324 Requests assistance in conducting review of 830503 application to amend License DPR-64,changing Tech Specs re containment isolation valves.Use of SRP & STS in determining acceptance criteria for required SER recommended THOMPSON.H.L Division of Licensing. 85/02/25. STAROSTECKI.R. Region 1  Office of Director. 2pp. 29220:347-29221:002.
8503110203 Responds to 841227 request to extend deadline for equipment qualification until Cycle 4/5 refueling outage.Extension granted until 851130. DENTON.H.R.    Office    of    Nuclear   Reactor    Regulation,    Director.    85/02/25. MCNEILL.C.A. New York Power Authority (formerly Power Authority of the State of New York). 5pp. 29328:314-29328:318.
